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Stores Purchase 


Department of Factories and Boilers 


TENDER NOTICES 

(1) 


No. A3-3906/2012/F&B. 17th July 2012. 

Sealed tenders are invited from the manufactures and 
authorized dealers for the supply and installation of the 
following Hydrocarbon Transfer equipments for 
Modernization of Chemical Emergency Response Centre 
(CHEMREC), Emakulam. 
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The tender should be superscribed “Tender for the 
supply of equipments for Chemical Emergency Response 
Centre (CHEMREC), Ernakulam ” and addressed to the 
Director of Factories and Boilers, TC 25/3326, Shani 
Manzil, East Gate of District Court, Thiruvananthapuram- 
695 035. 


SI. 

No. 

Item 

Quantity 

1 

Spill Cleaner with Sprayer Kit 

1 unit 

2 

Oil Spill Response Kits 

1 „ 


Approximate Cost — 10,00,000. 
EMD—1% of cost of items. 


Cost of tender form— 900 + VAT for SI. No. 1 and 
1,100 +VAT for SI. No. 2. 

Last date and time for the receipt of filled up tenders— 
13-8-2012 at 1 p. m. 

Date and time of opening of tenders—13-8-2012 
at 3 p. m. 

Tenders and other details can be had from the 
Directorate of Factories and Boilers, Thiruvananthapuram 
on all working days till 13-8-2012, 1 p. m. The undersigned 
reserves the right to reject the tender without assigning 
any reason thereof. The tender notification is also 
available in the official website www.fabkerala.gov. in. 
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( 2 ) 

No. A3-3718/2012/F&B. 17th July 2012. 

Sealed tenders are invited from the manufactures and 
authorized dealers for the supply and installation of the 
following Hydrocarbon Transfer equipments for 
modernization of safety cells attached to the Office of the 
Joint Director of Factories and Boilers at (Kollam/ 
Ernakulam/Kozhikode). 

The tenders should be superscribed “Tender for the 
supply of equipments for safety cells in the Office of the 
Joint Director of Factories and Boilers (Kollam/ 
Ernakulam/Kozhikode) and addressed to the Director of 
Factories and Boilers, T. C. 25/3326, Shani Manzil, East 
Gate of District Court, Thiruvananthapuram-695 035. 


SI. 

No. 

Item 

Quantity 

1 

Noise level meter 

3 unit 

2 

Digital lux meter 

3 „ 

3 

Personal heat stress monitor 

1 „ 

4 

Safe Resistance and continuity tester 

1 „ 

5 

Area heat stress monitor 

1 ,, 

6 

Dust sampler 

3 „ 

7 

Explosive meter 

3 „ 

8 

Multi gas analyzer 

3 „ 

9 

Gas Detection tubes with pumb 

6 „ 


Approximate Cost — 18,00,000. 
EMD—1% of cost of item. 


Cost of tender form— 300 + VAT for SI. Nos. 
1, 2, 6; 400 +VAT for SI. Nos. 3, 4, 5, 7, 9 and 

600+VAT for SI. No. 8. 

Last date and time for the receipt of filled up tenders— 
17-8-2012 at 1 p. m. 

Date and time of opening of tenders—17-8-2012 
at 3 p. m. 

Tenders and other details can be had from the 
Directorate of Factories and Boilers, Thiruvananthapuram 
on all working days till 17-8-2012, 1 p. m. The undersigned 
reserves the right to reject the tender without assigning 
any reason thereof. The tender notification is also 
available in the official website www.fabkerala.gov.in. 
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Directorate of 
Factories and Boilers, 
Vanchiyoor P. O., 
Thiruvananthapuram-35. 


(Sd.) 

Director of Factories and 
Boilers. 





